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LIMITED OFFICIAL USE 

PAGE 01 ROME 09715 2606 13Z 
ACTION SY-05 

INFO OCT-01 EUR-12 ISO-00 /018W 

122610 260615Z/20 

R251630ZMAY78 
FM AMEMBASSY ROME 
TO AMCONSUL CASABLANCA 
INFO AMCONSUL FRANKFURT 
SECSTATE WASHDC 3064 


Message Text 


LIMITED OFFICIAL USE ROME 9715 

DEPARTMENT FOR A/SY/OPS/T 

CASABLANCA AND FRANKFURT FOR RTC 

E. O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV INSTALLATION AT AMBASSADOR'S VILLA 
REE: (A) CASABLANCA 0791, (B) ROME 8973 

1 . RE: ITEM NUMBER 3 - WE HAVE NOT RECEIVED ANY SUCH ITEMS TO DATE. 

2. SHOULD WE LOOK ON LOCAL MARKET OR WAIT FOR RTC OR WASHINGTON 
TO SUPPLY? GARDNER 
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